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well-equipped  general Laboratory, and a Dark  Room for
Optical and Magnetic work.
The large Biological Laboratory is fitted for the more
elementary work in Botany and Zoology, while there are
separate Laboratories for the advanced study of each of
these subjects.
The Botanical Laboratory is open for independent courses
of study in Botany and Vegetable Biology and for Practical
classes.
The Physiological Laboratory is divided into class rooms
for Practical Physiological and Histological Classes; Re-
search Rooms for Chemical Physiology and experimental
work and a Photographic Room.
The Anatomical Department comprises a Lecture Theatre,
class and dissecting rooms, and a prosector's room for
the preparation of anatomical specimens and private investi-
gation and research, and the Alfred Hughes Anatomical
Museum. The Department is open throughout the year
except during the Summer vacation.
There is a Laboratory of Public Health for instruction in
Practical Toxicology, Hygiene, and State Medicine, and the
Analysis (Chemical, Microscopical, &c.) of "Water, Air, and
Foods.
The General Pathological and Bacteriological Laboratory
was founded in 1886 for instruction in Bacteriology, and to
afford facilities for research into the causes and nature of
communicable diseases and the best means of preventing or
treating them.
The Pathological Laboratory is well suited for Research
work and for Courses of Morbid Histology.
There is a Pharmacological Laboratory for teaching and for
original Research.
The Civil and Mechanical Engineering Laboratories include
among other equipments : Babcock Boiler, small Yarrow
Boiler, Compound Steam Engine and Condenser, De Laval
Steam Turbine, Air Compressor, Refrigerator, Crossley Con-
vertible (Gas and Liquid Fluid) Engine, Petrol Engine, etc.,
and all Instruments accessory to above workshop, electrically
driven, fully equipped with representative machine tools.
112 tons and 20 tons and other Testing Machines, with Ex-
tensometers, etc., Centrifugal Pumps, experimental Braced
Girder (electrically driven) and Turbines. 44 ft. Hydraulic
Fitting Flume, Hydraulic Notch and Orifice Tanks, Venturi
Meters and Pipe Flow Apparatus, Apparatus for Experimental
Applied Mathematics. Carpenter's Shop with Circular Saw
and Lathes.